From: 

Sent: 

To: 

Subject: 


Stevenson, Allan (DPH) 

Thursday, May 01, 2008 3:51 PM 

Salem, Sharon (DPH); Hanchett, James (DPH) 

FW: Rackmount Rails for DL380 G3 


-Original Message- 

From: Byrne, Eric (DPH) 

Sent: Thursday, May 01, 2008 3:48 PM 
To: Watts, Michael (DPH) 

Cc: Dole, William (DPH); Stevenson, Allan (DPH) 

Subject: RE: Rackmount Rails for DL380 G3 

Michael, 

If you could put the rails with the Amherst server that would be great. The DL380 uses very narrow rails, about 3/4" 
slides. I'll ask Cam if he can pick them up when he gets the server. 

Thanks, 

-Eric 

-Original Message- 

From: Watts, Michael (DPH) 

Sent: Tuesday, April 15, 2008 7:46 AM 
To: Byrne, Eric (DPH) 

Subject: Re: Rackmount Rails for DL380 G3 
Didn't you need an external storage array too? 

I have a spare if you want it 


-Original Message- 

From: Byrne, Eric (DPH) 

To: Watts, Michael (DPH) 

Sent: Mon Apr 14 15:42:21 2008 
Subject: RE: Rackmount Rails for DL380 G3 

Squakkk! 

-Original Message- 

From: Watts, Michael (DPH) 

Sent: Monday, April 14, 2008 3:41 PM 

To: Byrne, Eric (DPH); Tan, Genesis (DPH); Erskine, Warren (DPH); Lin, Hueilan (DPH) 
Subject: Re: Rackmount Rails for DL380 G3 

the body isn't even cold yet and the vutures are already circling over my surpluss pile. 
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I'd have to look to be sure but I'm almost certain I have few. 


-Original Message- 

From: Byrne, Eric (DPH) 

To: Tan, Genesis (DPH); Erskine, Warren (DPH); Lin, Hueilan (DPH); Watts, Michael (DPH) 

Sent: Mon Apr 14 15:02:56 2008 
Subject: Rackmount Rails for DL380 G3 

Do we have any rails that will fit a Proliant DL380 G3? I have the rails that mount to the server chassis, but will need 
rack-side hardware to install in WRHO cabinet. 


Eric Byrne 

Network Engineering Team 
Information Technology Services 
Massachusetts Dept, of Public Health 
23 Service Center 
Northampton, MA 01060 
413-586-7525, Fax 413-784-1037 
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